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STATINTL 


STATINTL ! 



BUILDING 

Que 


TRANSMITTAL SLIP 

24 June 1949 


DATE 


C 

DOM NOT 


ROOM 

2055 


REMARKS: 

1. For your information & return to this 
office. 

2. CIA can take no further action. There' 
fore, it is suggested that you tfke 
action as you see fit. 
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